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KEMOfftKXM roe I Offict of Flensing, Programing end ms&ting 
CTBOUGB $ Deputy Director for Support 

©IEJECT i Cost Seduction 

wmamm t (a) Foam 2500 (Control Mo, CEP- 1-67) 

(t») Bam 2500 (Control lo. CHP-2-6T) 


1, During the first half of FT 1966, the Office of Medical 
Services performed 206$ specialized Mood ehesdetriee by utilizing 
oar Autoenslyzer ♦ Bar the first half of Ft 1967, we have par- 
fwwfl %399 tests* this is a net increase of 1531 additional 
taste coopered with the sane period daring Ft 1966, and a easing 
of $581? for this reporting period . 

ft* V» «t unable to report a saving fear the first half of 
Ft 1967 ht rtlUziag owr Audio* trie Machine , V* are hopeful, 
however, of increasing audios* trie examinations during the last 
half of Ff 1 967 to each an extent that we shall met the projected 
goal for the entire Ft 1967* 

3* the emulated portion of Itaws 2500 far the fiwt half of 
Ft 1967 is attached* 

Jc'tit 35. M.D. 


JOBS B* TEETJ®, M. D, 
Director of Medical Services 
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